Citation No. 2076973 cites a violation of 30 CFR 77.410,
and the condition or practice is as follows:

The 988 caterpillar front end loader
being operated loading coal into trucks
in the 001-0 pit was not equipped with
an automatic warning device in operating
condition that would give an audible
warning when the loader was pit in
reverse.  Three persons were on foot
working in the pit where the loader was
being operated.

Citation Mo. 2076978 cites a violation of 30 CFR 77.1605(b),
and the condition or practice is as follows:

The international coal haulage truck
operating at pit 001-0 was not equipped
with a parking brake in operating condition
in that when the parking brake was set on
a small incline going into the pit it would
not hold the truck.

Testimony and Evidence Adduced by the Parties
CENT 83-40
Citation 2066868, 30 CFR 77,410 (Tr. 12-19).

Inspector Donalee Boatright cited a Caterpillar 777 rock haul
truck after he asked the driver to back it up and heard no
backup alarm sound.  A horn was on the truck, but it was
inoperative, and he believed that a wire was loose.  The
truck was taken out of service, and the device was repaired.

Mr. Boatright stated that he issued the-citation at
9:30 a.m., and that the shift started at 7:00 a.m.  He
indicated that the alarm in question could have been working
at the beginning of the shift, and it also could have been
checked at the beginning of the shift.  A simple two or three
minute test is all that is required to test the alarm, and
he conceded that wires can come loose or that normal wear
and tear may render them inoperable.

Mr. Boatright described the pit where the truck was
at as approximately 140 feet wide.  He stated that when the
truck is loading rock there are two loaders loading it and
the truck back up to where the loaders are positioned for
loading.  In addition, in another part of the pit "over from
where the trucks were loading, they were taking out coal."

1226

e mine operator was at
